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The Metals Editorial Office wishes to report the following erratum to this paper [1]. In the paper, Figure 4a,b is the same as Figure 4c. The correct version of Figure 4a,b is as follows:


Figure 4. Stress–strain curves of the porous titanium alloy specimens (porosity: 26% and 36%) at the same temperatures but different strain rates: (a) εp = 26%, T = 25 °C; (b) εp = 36%, T = 25 °C; (c) εp = 26%, T = 100 °C; (d) εp = 36%, T = 100 °C; (e) εp = 26%, T = 200 °C; (f) εp = 36%, T = 200 °C; (g) εp = 26%, T = 300 °C; and (h) εp = 36%, T = 300 °C.
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The error was introduced during proofreading by authors. We apologize for any inconvenience caused to the readers by this mistake. The manuscript will be updated and the original will remain online on the article website.
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